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in practice, especially in cold climates where there is a
liability for the oil to congeal.
An average sample of fuel oil in general use yields a
specific gravity of 0-90 and a flash-point of about 180
degrees Pah.
Fuel oil is deep brown in colour, and gives off a certain
amount of heavy vapour easily detected by its pungent
odour. The oil is viscous, and requires, aB a rulo, to bo
heated prior to spraying.
The world's production of crude oil exceeds 90,000,000
tons per annum, and experts do not hesitate to say that
this quantity could be increased to meet almost any demand.
The principal oil fields are in the United States of
America and in Mexico.
Second place is taken by the Baku district of Russia,
though tho Russian oil fields suffer from bad transport
facilities.
Other Continental countries which contribute to tho
world's supply are Roumania and Galicia.
Turning to the Far East, Burma and Japan are known
to hold huge stores of oil.
The whole of the British Empire only contributes about
2J- per cent, of the world's oil supply. The principal
oil fields are in Trinidad, New Zealand, and South Africa.
Some authorities state that if the Colonial oil fields were
fully developed they could supply England with all tho
fuel she requires.
Experimental borings are being made at the present
time in the British Isles. A limited degree of success
has been achieved at certain wells, but progress is hampered
by lack of materials.